WHAT IS USE OF CEPHADEX 500MG CAPSULE 


CEPHADEX 500MG CAPSULE contains Cephalexin which belongs to the group of medicines called 
Antibiotics. It is used to treat bacterial infections of the respiratory tract (Ex. tonsillitis, pharyngitis 
and bronchitis), middle ear (otitis media), skin and soft tissue, bone and joints, reproductive organs 
and urinary tract (cystitis, prostatitis). 


CEPHADEX 500MG CAPSULE can also be used to treat dental infections. Bacterial infections are 
generally characterized by fever, extreme tiredness, swollen lymph nodes in the neck, armpits, groin 
or elsewhere, headache, nausea or vomiting. 


USES OF CEPHADEX 500MG CAPSULE 


Treats bacterial infections that occur in: 


Respiratory tract (Ex. tonsillitis, pharyngitis and bronchitis) 
Middle ear 
Skin and soft tissue 


Bone and joint 


HOW CEPHADEX 500MG CAPSULE WORKS 


CEPHADEX 500MG CAPSULE is a broad-spectrum antibiotic that shows bactericidal action (kills the 
bacteria) by inhibiting the formation of bacterial cell wall. 


DIRECTIONS FOR USE 


Take CEPHADEX 500MG CAPSULE as advised by your physician.For Tablet, Capsule: Swallow 
CEPHADEX 500MG CAPSULE with a glass of water. Do not crush or chew the medicine. 


For Dispersible Tablet: Disperse CEPHADEX 500MG CAPSULE in the specified quantity of water as 
mentioned in the label. Consume the mixture immediately after reconstitution. Your doctor will 
decide the correct dose and duration of therapy for you depending upon your age, body weight and 
disease condition. Continue to take CEPHADEX 500MG CAPSULE for the stipulated duration 
prescribed by your doctor to achieve better results. 


SIDE EFFECTS OF CEPHADEX 500MG CAPSULE 


Diarrhoea 
Nausea, vomiting 


Indigestion, stomach-ache. 


